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TREASURY DEPARTMENT, 


OFFICE OF THE SUPERVISING ARCHITECT, 


WASHINGTON, 0.¢.. February 16 1) 889 


Messrs, Farrel & Cu., 
No.627 Chestnut Street, 
Philadelphia, Penna. 
Gentlemen :- 

Your proposal of the 14th instant, in amount eighteen thous- 
and and simty-two dollars and fifty-three cents ($18,062.55), for the 
alteration and erection complete of the vault for the storage of sil- 
ver dollars in the court-yard of the Unit ed States Minb,at Philadelphi 
Pa.,is hereby accepted, in acecordanee with your modified drawings, ap- 
proved by the Director of the Mint,and your specification of the 7th 
of January, 1889,the price being deemed reasonable and a public exi- 
geney requiring the immediate performance of the work. 

Respectfully yours, 
(Signed) Will.A.Freret, 


Supervising Architect. 
FB. 
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Treasury Department, 

Office of the Supervising Architect, 
Washington, D.C., 

February 16, 1889 


Messrs. Farrel & Co., 
No. 627 Chestnut Street, 
Philadelphia, Penna. 


Gentlemen: - 


Your proposal of the 14th instant, in amount eighteen thousand and and sixty-two dollars 
and fifty-three cents ($18,062.53), for the alteration and erection complete of the vault for the 
storage of silver dollars in the court-yard of the United States Mint, at Philadelphia Pa., is hereby 
accepted, in accordance with your modified drawings, approved by the Director of the Mint, and 
your specification of the 7th of January, 1889, the price being deemed reasonable and a public 
exigency requiring the immediate performance of the work. 


Respectfully yours, 
(Signed) Will. A. Freret, 
Supervising Architect. 
B. 


